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Concentration of Bismuth 
bismuth: convert between mass and molar concentration 


Concentration: molar 


Q, bismuth 


In System International (SI) units, the concentration of compounds is 
measured in moles (and mole-derived units) per liter (and liter-derived 
units). However, non-SI units are still used in many countries. This calculator 


converts between units of mass and molar concentration for hundreds of 
compounds. 


amount: 1 in: milimole per: deciliter 


Select a compound: Bismuth 


precision: 2 


show all units 


Molar 


concentration per 


milliliter 


0.01 mmol/ml 


10 umol/ml 
10000 nmol/ml 
10000000 pmol/ml 


show all units 


Mass 


concentration per 


milliliter 
0 g/ml 
2.09 mg/ml 
2089.8 ug/ml 
2089800 ng/ml 
2089 800 000 pg/ml 


Equivalent molar 
concentration per 
milliliter 
0.01 meq/ml 
10 peqg/ml 

10000 neg/ml 
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V2W | W2V | Density | Price | Mole | Mass and molar concentration 


show all units show all units 


Molar Molar 
concentration per concentration per 
deciliter liter 
1 mmol/dl 10 mmol/l 


1000 umol/dl 
1000000 nmol/dl 


10000 umol/l 


10000000 nmol/l 


1000000000 pmol/dl 10000000000 pmol/l 


show all units show all units 


Mass 


Mass 
concentration per concentration per 
deciliter liter 
0.21 g/dl 2.09 g/l 
208.98 mg/dl 2089.8 mg/l 


208980 ug/dl 2089800 ug/l 


208 980 000 ng/dl 2089800 000 ng/l 


208 980 000 000 pg/dl 2089 800 000 000 pg/! 


Equivalent molar Equivalent molar 
concentration per concentration per 
deciliter liter 
1 meq/dl 10 meq/! 


1000 peq/dl 
1000000 neq/dl 


10000 pueqg/l 
10000000 neq/l 
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10000000 peq/ml 1000000000 peq/dl 10000000000 peq/1 


About Bismuth 


Bismuth weighs 9.808 gram per cubic centimeter or 9 808 kilogram per cubic meter, i.e. 
density of bismuth is equal to 9 808 kg/m?*; at 25°C (77°F or 298.15K) at standard atmospheric 
pressure. In Imperial or US customary measurement system, the density is equal to 612.2934 
pound per cubic foot [lb/ft*], or 5.6694 ounce per cubic inch [oz/inch’] . 


Melting Point (MP), Bismuth changes its state from solid to liquid at 271.4°C (520.52°F or 
544.55K) 


Boiling Point (BP), Bismuth changes its state from liquid to gas at 1564°C (2847.2°F or 
1837.15K) 


Symbol: Bi [| element | bismuth-based compounds | 
Atomic number: 83 

Atomic weight: 208.98040(1) 

Ionization energy, eV: 7.285516 

Molecular formula: Bi 

Molecular weight: 208.98 g/mol 

Molar volume: 21.307 cm*/mol 

CAS Registry Number (CAS RN): 7440-69-9 


Bookmarks: | weight to volume | volume to weight | price | mole to volume and weight | mass 
and molar concentration | density | 


A few materials, substances, compounds or elements with a name containing, like or similar to 
Bismuth: 


Bismuth chloride [BiCl3] weighs 4 750 kg/m? (296.53281 lb/ft*) [ weight to volume | 
volume to weight | price | mole to volume and weight | mass and molar concentration | 
density | 


Bismuth chloride oxide [BiOCI] weighs 7 720 kg/m? (481.94386 lb/ft*) [ weight to volume | 
volume to weight | price | mole to volume and weight | mass and molar concentration | 
density | 


Bismuth germanium oxide weighs 7 130 kg/m? (445.11136 lb/ft*) [weight to volume | 
volume to weight | price | density | 


Bismuth hydrate [Bi(OH)3] weighs 4 960 kg/m? (309.64268 lb/ft*) [ weight to volume | 
volume to weight | price | mole to volume and weight | mass and molar concentration | 
density | 


Bismuth hydroxide [Bi(OH)3] weighs 4 960 kg/m? (309.64268 lb/ft?) [ weight to volume | 
volume to weight | price | mole to volume and weight | mass and molar concentration | 
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density | 





About this page: Concentration of Bismuth 


The referenced units of mass and molar concentrations: 


The units of amount of substance (e.g. mole) per milliliter, liter and deciliter are SI units of 
measurements of molar concentrations. 


The units of molar concentration per deciliter: 


millimole per deciliter [mm/dl], micromole per deciliter [um/dl], nanomole per 





deciliter [nm/dl] and picomole per deciliter [pm/dl]. 


The units of molar concentration per milliliter: 


millimole per milliliter [mm/ml], micromole per milliliter [um/ml], nanomole per 


milliliter [n>m/ml] and picomole per milliliter [pm/ml]. 





The units of molar concentration per liter: 
millimole per liter [mm /I], micromole per liter [um/l], nanomole per liter [nm/I] and 
picomole per liter [pm/I]. 
The units of mass per milliliter, liter and deciliter are non-SI units of measurements of mass 
concentrations still used in many countries. 


The units of mass concentration per deciliter: 


gram per deciliter [g/dl], milligram per deciliter [mg/dl], microgram per deciliter 





[ug/dl], nanogram per deciliter [ng/dl] and picogram per deciliter [pg/dl]. 


The units of mass concentration per milliliter: 


gram per milliliter [g/ml], milligram per milliliter [mg/ml], microgram per milliliter 


[ug/ml], nanogram per milliliter [ng/ml] and picogram per milliliter [pg/ml]. 





The units of mass concentration per liter: 
gram per liter [g/l], milligram per liter [mg/l], microgram per liter [ug/l], nanogram 


per liter [ng/I] and picogram per liter [pg/]]. 


The equivalent per milliliter, liter and deciliter are obsolete, non-SI units of measurements of 
molar concentrations still used in many countries. An equivalent is the number of moles of an 
ion in a solution, multiplied by the valence of that ion. 


The units of equivalent concentration per deciliter: 


milliequivalent per deciliter [meq/dl], microequivalent per deciliter [ueq/dl], 


nanoequivalent per deciliter [neq/dl] and picoequivalent per deciliter [peq/dl]. 
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The units of equivalent concentration per milliliter: 


milliequivalent per milliliter [meq/ml], microequivalent per milliliter [ueq/ml], 
nanoequivalent per milliliter [neq/ml] and picoequivalent per milliliter [peq/ml]. 


The units of equivalent concentration per liter: 


milliequivalent per liter [meq/I], microequivalent per liter [ueg/l], nanoequivalent 
per liter [neg/l] and picoequivalent per liter [peq/I]. 
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